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The Recas firm in Bucharest, largest Rumanian manufacturer of medical 
instruments, will expand production to include 180 new items in 1952, 

and increase personnel from six hundred to two thousand workers under 

the Five Year Plan. The chief products are blood transfusion apparatus, 
blood pressure measuring equipment, isothermic boxes for blood storage, 
injection syringes, surgicel instruments, surgeon's brow mirrors, 

therinie scales and radioloyical equipment. The lamps for the radiological 
equipment are imported frem the Czechoslovak Republic. 
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